elaman 

eanMAN ticuniTt solutions 



TSE 6701 WIRED CONCEALMENT KIT 



The TSE Board Camera Kit provides an assortment of portable high quality, low light 
miniature board cameras for a variety of covert installations. 

All the cameras have industry standard RCA and 2.1mm power plugs and cable that 
attach to the camera bodies via quick connectors. The flexible video power cables allow 
the cameras to be positioned at any angle for the best possible camera view and operate 
at 9 - 13.5 vdc. 



The cameras are encased 
with protective coverings 
allowing installations in tight 
confinements without 
shorting the camera circuitry. 

Wide angle and pinhole 
lenses provide a variety of 
near and far camera views 
with some cameras allowing 
interchangeable lenses* 




The TSE Board Camera Kit is packaged in a rugged ABS case with snap and lock lid with 
a custom foam insert for camera separation and shock protection during transportation. 



TSE 6701 Wired Camera Kit Includes 

*;* 2 CCD Colour High Resolution Cameras 

*> 3 CCD B&W Low Light Cameras 

*:* 10 Microphones 

*> Pinhole & Wide Angle Lenses 

*> Camouflaged Lenses - Screw - Rivet 

<• Camera video & power cables 

*;* Wall Mounting Attachments 

*> Camcorder Through the wall attachment 

*> Covert Foil Material 

<* Battery Packs 



TSE 6703 Connector Kit Includes 

Set of Connectors -F, SMA, BNC, RCA 

Crimp Tool 

Coaxial Cable 

Plugs & Sockets 

Soldering Iron Kit 

Heat gun, Heat shrink 

Video Adapters 

Side Cutter set 



TSE 6704 Rower Supply Kit Includes 

•> Rechargeable Batteries 
•> Battery Charger 
<* Battery Packs 
*> Connectors 
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If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 




